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Effective: 3-21-57 


Supersedes: 1-21-57 
Revision; A 
EQUIPMENT LIST Y-C 


PRELIMINARY SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK C 
MP ESTIMATED NUMBER ESTIMATED 

NUMBER NOMENCLATURE UNIT COST OF UNITS AMOUNT 

62063 Connector, Amphenol, S23 2 $ 4,46 
26-190-24 

61058 Insulated Combination Pets 5 80 
Tip Jack, H.H. Smith 
206 Red 

61082 Insulated Combination £10 5 80 
Tip Jack, H.H. Smith 
206 Black 

61061 Binding Post, General s53 2 1.06 
Radio, 938 WR 

61068 Binding Post, General «93 2 1.06 
Radio, 938 WB 

61071 Phone Jack, M. Jax 292 2 1,84 
M4428 

62053 Connector, Amphenol, LAs 2 2.86 
26-159-24 

68033 Relay, Potter & Brum- 4,85 2 o.70 
field, KL14A-115 VAC. 
60 Cycle 

68100 Filter Reactor, Triad, VATS 1 14.15 
HSM315 

40206 Choke, Miller, 670 251 1 51 


Choke, Burnell, 36.5 mh DELETED 


A0UN6 Resistor, RHO,A43 2,00 1 2,00 
25 ohm 1% 
20471 Resistor, RHO,LA7 2.50 1 2.50 
36 ohm 1% 
20492 Resistor, RHO,A44 2,50 1 2,50 
100K 1% 
- -1- Giteckeul fm 
Approved For Release 1999/09/08 : CIA-RDP81B00878R000200010024-8 € Prat 


jolde: 4 


ITEM 
16, 


pee ge 


18, 


19. 


20, 


els 


22. 


23.6 


24, 


256 


26, 


ol 


28, 


296 


30, 


Approved For Release-1999/09/08 : CIA-RDP81B00878R000206010024-8 
Effective: 


Supersedes: 


Revision: 


EQUIPMENT LIST Y-C 
PRELIMINARY SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK C 
MP ESTIMATED NUMBER 

NUMBER NOMENCLATURE UNIT COST OF UNITS 

20413 Potentiometer, Ohmite, $ 2.55 | 1 
CLU5021 

20453 Resistor, Sprague, «50 1 
5NIT. 700 ohm W/Leads 

20419 Potentiometer, Ohmite, L770 1 
cuLo41 

20447 Potentiometer, Ohmite, Zan 1 
CU5041 
Potentiometer, Ohmite, DELETE 
CLU5021 

20539 Resistor, Sprague, Pe ee 1 
KoolOhm, 5KT, 600 ohm 
W/Leads 

20456 Resistor, RHO,L44 1.50 a 
159K 1% 

20099 Potentiometer, Ohmite, 2.50 a 
CLU1LO21 

10883 Resistor, R-WH70000119 25,00 a 

20414 Potentiometer, Ohmite, 2.50 1 
CLU5031 

60022 Thermal Relay, Curtis- 7.90 3 
Wright, 117-20-A 

60048 , Switch, Centralab, 3.36 1 
PA2009 

60036 Switch, Centralab, 3,48 1 
PA2Z023 

60044 Switch, Centralab, 429 1 
PA2O027 

60089 Switch, Centralab, Leth 1 
PA2003 


te 
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ESTIMATED 


AMOUNT 


$ 2.55 
50 
1.70 


2.55 


nfo 


159 
2.50 


25.00 
Pen 


23.70 
3.36 
3.48 
4,29 


1.74 
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Effective: 


Supersedes: 


Revision: 


EQUIPMENT LIST Y-C 
PRELIMINARY SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK C 


NOMENCLATURE 


Switch, Centralab, 
PA2O11 


Switch, G.V. Controls, 
RO-40 


Switch, Centralab, 
PA-2007 


Switch, Heatherington, 
T2104 


Transformer, R-W # 
70000020 


Transformer, Standard 
Coil, XM1555-2 


Transformer, Standard 
Coil, XM1555-3 


Transformer, Standard 
Coil, XM1555-4 


Transformer, Standard 
Coil, XM1555-5 


Crystal Diode, IN93 


Crystal Diode, 
Westinghouse, WN5091A 


Pilot Light, Marco, 
5NE2 


Pilot Light, G. E,, 328 


Fuse, Littelfuse, 
312004 


Fuse, Littelfuse, 


SL3032 


Fuse, Littelfuse, 


ESTIMATED 


$ 


UNIT COST 


fae 


DELETE -- 


Loe 


e009 


35.00 


8,00 


8,00 


8,00 


8,00 


1.85 
14,00 


«85 


242 
. 06 


eid 


2 lO 


NUMBER 


OF UNITS 


1 


25 
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Effective: 3-1-57 
Supersedes: 1-21-57 
Revision: A 
EQUIPMENT LIST Y-C 


PRELIMINARY SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK C 
MP ESTIMATED NUMBER ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST OF UNITS AMOUNT 
AT, 57005 Fuse, Littelfuse, $ 04 25 $ 1,00 
312003 
48, 56020 Fuse, Littelfuse, 14 25 3.50 
312,250 
HO, 57011 Fuse, Littelfuse, .06 25 1.50 
312005 
50. 57014 Fuse, Littelfuse, 205 25 1,25 
312002 
51. 56010 Fuse, Littelfuse, 09 25 2,25 
3122790 
52, N73 44 Tube, 5SR4WGY 4,60 2 9.20 
Ber 45094 Tube, 6AR6/6098 3.25 2 6.50 
BA. 45061 Tube, 5751 2.05 2 4,10 
er 45080 Tube, 0G3/85aA2 2.50 2 5.00 
56, 45040 Tube, 6AQ5 <oe 2 1,04 
oie 47324 Tube, OB2 80 3 2.40 
58. 45059 Tube, 5687 2.70 2 5.40 
59. 45081 Tube, 5763 2,11 2 4,22 
60, 45031 Tube, 6AN8 83 2 166 
G61 45065 Tube, 6BK7A . 82 2 1,64 
Ge 45011 Tube, 6080 6,00 2 12,00 
63, Socket, Eby Sales, 9753 DELETE 
64, 10969 Tube Shield, TSFOT103 50 2 1.00 
65. 10956 Tube Socket, TS1O1PO1 40 3 1.20 
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Effective: 3-1-57 
Supersedes: 1-21-57 
Revision: A 
EQUIPMENT LIST Y-C 
PRELIMINARY SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 
RACK C 
MP ESTIMATED NUMBER ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST OF UNITS AMOUNT 
66, 10913 Tube Socket, TS103PO01 $ -36 3 $ 1.08 
67. 10980 Tube Socket, TS1LO2PO1 27 2 254 
68, 10894 Tube Shield, TS103U02 iS 2 .30 
69. 10866 Tube Shield, TS102U02 L5 2 230 
70, 10878 Tube Clamp, Bircher, .90 2 1.80 

9260-7 
Tk 10917 Tube Clamp, Bircher, 64 2 1.28 

22B-4 
Tes 10936 Bracket, CPO7SB4 .16 2 232 
(eo 10972 Bracket, CPO7SC3 gle 2 236 
74, 10952 Bracket, CPO7SE5 .18 2 236 
75. 11000 Bracket, CPO7SC2 218 2 636 
76% 10954 Fuse Post, Littelfuse, 228 2] 56 

342003 
ree 10897 Pilot Light, Marco, 85 2 Aer 8) 

3008 0M 
TOs 30258 Capacitor, CP7OBIEF405K 5,82 3 17.46 
79. 30269 Capacitor, CP7OBLEF805K 8.53 2 17.06 
80, 30427 Capacitor, CP7OB1EF106K 9.00 2 1800 
Sl, 30400 Capacitor, Hopkins, 1.24 2 2,48 

JIKT6104K 
82, 30271 Capacitor, Mallory, 4,95 2 9.90 

HC-10100 
83, 30380 Capacitor, Mallory, 2,82 2 5,64 


HC-1520 
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Approved For Release 1999/09/08 : CIA-RDP81B00878R000200010024-8 
Effective: 3-1-57 
Supersedes: 1-21-57 
Revision: A 
EQUIPMENT LIST Y-C 


PRELIMINARY SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK C 
MP ESTIMATED NUMBER ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST OF UNITS AMOUNT 
84, 30441 Capacitor, Hopkins, $ 1.25 2 $ 2,50 
JIKT6274K 
85. 30414 Capacitor, Hopkins, 80 2 1.60 
9-1KT4473K 
86, 30464 Capacitor, Sprague, 1230 2 2.60 
Hy-Pass, 80P3 
ofan 30384 Capacitor, Hopkins, 1.76 2 3.52 
1P52H 
88. 30448 . Capacitor, Cornell- o 44 2 68 
Dubilier, BBR1O-150 
BIg. * 30406 Trimmer, Centralab, — 68 2 1,36 
. CVleDlel , 
90, 30430 Capacitor, Hopkins, L100 1 1,00 
9-1K21 04K 
Ql. 30451 Capacitor, Cornell- 242 2 . 64 
Dubilier, BBR10-50 
92, 30385 Capacitor, Hopkins, neg ard 2 2.34 
9-1KT2105K 
93. 30397 Capacitor, Cornell- .60 2 1.20 
Dubilier, BBR25-25 
94, 30466 Capacitor, Hopkins, 1,00 2 2,00 
1K647 2K 
95. 30370 Capacitor, Hopkins, 1,00 2 2,00 
1KT6473K 
96. 30362 Capacitor, Hopkins, 1.62 2 3.24 
a pit JIKTO254K 
97. Capacitor, Hopkins, DELETE 
9-1KT4104K 
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MP 


NUMBER 
30412 


30093 


30325 


21091 


30408 
21079 
30455 


30481 


30373 


30412 
30435 


30512 
30306 


EQUIPMENT LIST Y-C 
PRELIMINARY SPARES LIST FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK C 


NOMENCLATURE 


Capacitor, 
P14H 


Capacitor, 
P123ZNG 


Capacitor, 
TCF 6.8 


Capacitor, 
9-1K4332K 


Capacitor, 
9-1K4224K 


Capacitor, 
9-1KT1104K 


Capacitor, 
9-1K4182kK 


Capacitor, 
9-1KT41 04K 


Capacitor, 
9-1K2102K 


Capacitor, 


Capacitor, 
9-1K3393K 


Capacitor, 


Capacitor, 
Q-1ET4103K 


Capacitor, 


Capacitor, 
9-1KT2104K 


Hopkins 
Aerovox, 
Sciivonlan: 
Hopkins, 
Hopkins, 
Hopkins, 
Hopkins , 
Hopkins, 
Hopkins, 


96P10401S2 


Hopkins, 


Hopkins, 1P4H 


Hopkins, 


CP65B1EF1 05K 


Hopkins, 


-~[- 


Effective: 
Supersedes: 
Revision: 
ESTIMATED NUMBER 
UNIT COST OF UNITS 
$ 75 2 
1.89 2 
DELETE 
1,00 2 
1,02 2 
(2 2 
1,00 2 
1,06 2 
1,00 2 
DELETE 
281 2 
091 2 
1,00 2 
tie Le) 2 
98 2 
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MP 
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EQUIPMENT LIST Y-C 


Effective: 
Supersedes: 


Revision: 


PRELIMINARY SPARES LIST FOR 3-CHANNEL 


DATA REDUCTION EQUIPMENT 


RACK C 
ESTIMATED NUMBER 
NOMENCLATURE UNIT COST OF UNITS 

Capacitor, CC25CH470G $ 6.25 2 
Motor, Technical Develop- 75,00 1 
ment Corp., D641-1 
Circuit Breaker, 22.90 2 
Heinamann, XAM-33-Curve 4 
50 Amp 
Circuit Breaker, 8,60 2 
Heinamann, XAM-33, 10 Amp 
Switch, Cutler-Hammer, 1.73 3 
8801K7 
Playback/Record Amplifier 670.00 2 
R-W# 70000789 
Erase Amplifier DELETE 
Erase Oscillator & 431.00 1 
Amplifier Assembly, 
R-W # 70000792 
Resistor, RHO,A44 2.50 1 
68K 1% 
Resistor, RHO,A44 2.50 a 
27K 1% 

8. 
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